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STATOTHR 



SPS-1322 

Copy 3 of 5 

10 Jam 1958 


Dear Sid: 

Reference is made to your request for & letter aspproving 
a ece&ittcd production run far Customers B end D for System 

Reference in ends to your CHCC Boc. So. 151X5*679 dated 
16 Au gust 1957* end. our 18623 reply, dated 26 August 1957# 
approving this procedure. As I nd i cat ed therein* this pro- 
cedure is satisfactory. 


Very truly yours, 


Den 


dps/dci 



25X1A 


Diatr : 



- MY-A-501 

4 - Proj . Comptroller 

5 - Chrono 






Cl*SS. CMAN0EB TO: TS S 
NfcXT RCVfHW DATt: __ 
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